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[ Part 11 - Sec.1 


NOTIFICATIONS BY GOVERNMENT 


PUBLIC DEPARTMENT 

(S . C .) 


Notifications under the Official Secrets Act. 


Declaration of the premises of Indian Oil Corporation Limited Repeater -cum -Cathodic Protection Station Situated at 

Survey field No. 10 /6B at Reddimangudi Village, Lalgudi Taluk , Tiruchirappalli District as a " Prohibited Place " under 
the Act. 

[G . O . No . SS . 11// 578 - 24 /2008, Public (S . C .), 2nd November 2010 .) 


No. II ( 1 )/PUSC /28 /2010 . — Whereas in the opinion of the Government of Tamil Nadu , it is necessary to declare the premises 
of Indian Oil Corporation Limited , Repeater- cum -Cathodic Protection Station in Survey field No. 10 /6B at Reddimangudi Village, 
Lalgudi Taluk , Tiruchirappalli District, as specified in the Schedule below , to be a “Prohibited Place " under 
sub - clause (d ) of clause (8 ) of Section 2 of the Official Secrets Act, 1923 (Central Act XIX of 1923 ), on the ground that information 
with respect thereto , or the destruction or obstruction thereof, or interference therewith , would be useful to an enemy; 


And Whereas in pursuance of clause (1 ) of Article 258 of the Constitution of India , the Government of India , 
Ministry of Home Affairs , have in their Notification No . S . O . 1285 , dated the 4th May 1963, published in the Gazette of India , 
dated the 11th May 1963, entrusted to the Government of Tamil Nadu , the functions of the Central Government in relation 
to any matter specified in sub - clauses (c ) and ( d ) of clause (8 ) of Section 2 of the Official Secrets Act, 1923 
(Central Act XIX of 1923); 


Now , therefore , in exercise of the powers conferred by sub - clause (d ) of clause (8 ) of Section 2 of the 
Official Secrets Act, 1923 (Central Act XIX of 1923 ), the Governor of Tamil Nadu hereby declares , with effect on and from 
the date of publication of this Notification in the Tamil Nadu GovernmentGazette , the premises of Indian Oil Corporation Limited , 
Repeater -cum -Cathodic Protection Station in Survey filed No. 10 /6B at Reddimangudi Village, Lalgudi Taluk, Tiruchirappalli District, 
as specified in the Schedule below , to be a “ prohibited place" for the purposes of the said Act. 


THE SCHEDULE 


Area with description 


Name of the place 

( 1) 


Boundary particulars 


( 2 ) 


(3 ) 


Indian Oil Corporation limited , 

Repeater- cum -Cathodic 
Protection Station at 
Reddimangudi Village , 
Lalgudi Taluk , 
Tiruchirappalli District. 


Name of the Village : 

Reddimangudi 
Name of the Taluk : Lalgudi 
Name of the District : 

Tiruchirappalli 
Survey Field Number: 10 /6B 
Total Area : 0 .25 .0 hectare . 


North to : 
East to : 
South to : 
West to : 


S .F . No. 10 /7 (Dry Waste ) 
S . F . No. 10 /5 
S . F . No. 10 /6A 
S . F .No. 19 /3A . 


Declaration of the depot of Hindustan Petroleum Corporation Limited situated in the Survey Nos . 167 /2 , 168 /2 , 169/ 1 , 

170/ 1, 171 / 1A and 172 / 1 at Kappalur Industrial Estate , Uchapatti Village , Thirumangalam Taluk , Madurai District as a 
" Prohibited Place " under the Act. 

[G . O . No. SS . 11//601- 14 /2009 , Public (S . C .), 2nd November 2010 .) 


No. 1|( 1)/PUSC /29 /2010 . — Whereas in the opinion of the Government of Tamil Nadu, it is necessary to declare the depot 
of Hindustan Petroleum Corporation Limited situated in Survey Nos . 167/2 , 168 /2 , 169/ 1, 170 /1 , 171/ 1A and 172 /1 at 
Kappalur Industrial Estate , Uchapatti Village , Thirumangalam Taluk , Madurai District, as specified in the Schedule below , 
to be a “ prohibited place ” under sub - clause (d ) of clause (8 ) of Section 2 of the Official Secrets Act, 1923 
(Central Act XIX of 1923), on the ground that information with respect thereto , or the destruction or obstruction thereof, or 
interference therewith , would be useful to an enemy; 
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And Whereas in pursuance of clause ( 1) of Article 258 of the Constitution of India , the Government of India , Ministry of 
Home Affairs , have, in their Notification No. S . O . 1285 , dated the 4th May 1963, published in the Gazette of India , dated the 
11th May 1963, entrusted to the Government of Tamil Nadu, the functions of the Central Government in relation to any matter 
specified in sub -clauses (c ) and (d ) of clause (8 ) of Section 2 of the Official Secrets Act, 1923 (Central Act XIX of 1923 ); 


Now , therefore , in exercise of the powers conferred by sub -clause (d ) of clause (8 ) of Section 2 of the Official Secrets 
Act, 1923 (Central Act XIX of 1923), the Governor of Tamil Nadu hereby declares, with effect on and from the date of publication 
of this Notification in the Tamil Nadu Government Gazette , the depot of Hindustan Petroleum Corporation Limited situated in 
Survey Nos. 167 /2 , 168 / 2 , 169/ 1 , 170/ 1 , 171/ 1A and 172 / 1 atKappalur Industrial Estate , Uchapatti Village, Thirumangalam Taluk , 
Madurai District, as specified in the Schedule below , to be a “ prohibited place” for the purposes of the said Act. 


THE SCHEDULE 


Name of the place 

(1) 


Area with description 

( 2 ) 


Boundary particulars 

( 3 ) 


Hindustan Petroleum Corporation 

Limited depot situated at 
Kappalur Industrial Estate , 
Uchapatti Village , 
Thirumangalam Taluk , 
Madurai District. 


Name of the Village : Uchapatti 
Name of the Taluk : Thirumangalam 
Name of the District: Madurai 
Survey Numbers : 167/2 , 168 /2 , 

169/ 1 , 170/ 1, 171 / 1A and 172/1 
Total Area: 9 .55 . 55 hectares 


North : Madurai-Nagercoil Railway line. 
South : Chockanathanpatti 

Hindustan Petroleum 

Corporation Limited land 
East : Bharat Petroleum Corporation 

Limited 
West : Indian Oil Corporation 

Limited land 


S . MALATHI, 
Chief Secretary. 
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